Approved For Release 2003/06/20 : CIA-RDP86-01 01 9R0001 00240022-5 




NOTE FOR 


Chief, Information Services Group 


25X1 


25X1 


Per our conversation, attached are the covering 
namorandums for the Environmentally Sensitive Equipment Study Aga n. 
Please excuse our administrative error In not Including your group in 
the original distribution. 

Also, per our conversation, we are tentatively 
scheduling a briefing and infomal^d^s^^thejtudy for Mlv 


as*; muu # * * ^ . — - - - • , ^ 

foi^provlslon of K facilities for Environmentally Sensitive Equip- 
nent. 


]can attend. The meeting 25X1 


Please call If you have any questions, 
contact you regarding a firm date for the meeting. 

(*/ 


hi 


!e will 


ChTe? 

Real Estate and Construction Division, 


0L 


25X1 


Attachments 


Distribution: 


Orig & 1 - Adse w/atts 

“> 0L/RECD Official w/atts 
- 0L/RECD Chrono w/o atts 
OL Reader w/o atts 


W I 


QL/RECD l 

(11 October 19/3; 


g 77 ' 3 
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2 0 JUL 1373 


ft 


MEMORANDUM FOR: Director of FLINT, DD/S^T 

Director of Foreign Missile and Space Analysis 
Center, BD/SQT 

Director of Communications, M>A^S 
Director of Joint Computer Support, DD/M§S 

SUBJECT * Study on Utilities Support of Environmentally Sensitive 

Equipment in the Headquarters Building 


1. Attadied is an explanatory memorandum from the Director of 
Logistics to the Deputy Director for Management and Services regarding 
the attadied study on utilities support of environmentally sensitive 
equipment in the ibadquarters Building. It is requested that addressees 
review the study with respect to general concept and forward written 
ccranents to the Director of Logistics by 4 September 1973. Component 
consents will be collated and forwarded to the Deputy Director for 
Management and Services for further approval consideration. 


2. Please contact T 

Division, Office of Logistics, extension 
is desired. 


Real Estate and Construction 
I if further information 


25Xh 


/s/ Francis J. Van Damm 

Francis J. Van Damm 
Director of Logistics 


Att 


CCJ OS/Phys. SD, w/att 

Chm, Information Processing Board , w/att 


Distribution: 

Orig. - D/ELINT, DD/S§T w/att 
1 - D/FMSAC, DD/S§T w/att 
1 - D/OC, DD/M§S w/att 
1 - D/JCS, DD/M§S w/att 


X'- 0L/RECD Officii w/o att (studv 
1 - OL/RECD Chrono w/o att 5 Mar 
1 - QL/RECD/HEB w/att 
1 - D/L Chrono w/o att 
1 - OL Files 


OL/RECD £ 


(18 July 73) 


SET'if’T'" 



OL 3 4144 


25>dl 


y: r ^ZS ! v : *~ T r ? 
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1 1 APR 1973 

MEMORANDUM FOR; Director of Joint Computer Support, DD/M$S 


Dear Jack: 


25X1 


This memorandum transmits to you a coraplete 
package on "Proposed Replacement o£ Facilities Supporting 
Computers and Other Equipment Requiring Controlled Environ- 
ment" that we recently submitted to Harold Brovmman. As you 
will note, Harold's comments approve the "release of this 
study to the affected components" but, in lieu of doing that 
at this time, I prefer to send the package to you. As we 
both know, organizational and tactical/political considera- 
tions are involved as well as space and engineering. 


It seems to me to make sense, accordingly, 
that we ask you to read this document, and then you, Glenn 

1 and I sit down together and have a little chat about 
the matter. Would you be good enough to telephone me when 
you have it read, and we will establish a date to meet with 
you. 


/C 

Signed h John F. Blake 

John F. Blake 
Director of Logistics <- • 



Att 



C/RECD/OL 


3 

r- ? 
.5 f- 


/r^ 


- — / 




25X1 


WAnNEil NO ! ;?i£ 

I SENSITIVE uiKLUGHiC: CCUSCES 
AND METHODS INVOLVED 


OL 3 2113 
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2 1 MAR 1973 


| * % * * f ^ i' ■ *'■ * * | * 

W w * \i a! 5 1 %a 1 i ft j i ^*r 
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' i« no s'* * •• ’ "v *• t r \ ^ . 

i/w i-v Uw 1 *. 


Deputy Director for Support 
Proposed Replacement of Facilities 


Support in-: 


uters ir:.: 


A* 


toer 


Requiring Controlled iiivl ronton t 


1, This «et3oran .Liar contains a r <j c o^n-.o ij d a t i on for your 
approval ; sue a recommendation is eontaXaecTXn paragraph 6. 


2. The attached study is forward od for your inforna 
and consideration. Although this study contains a syno.osi 
it ssay he briefly summarized as a proposal to relocate the 
majority of Headquarters computer and' other special-eciuioh 
areas on the ground floor (i.e., OC : 
to an area oa .the first floor south and 


M-U-1 1 I o U % and i\ < i/ /- 


the Office of Cownumi cat ions (OH) 


v i > *-* 

Lc t V 1 ( 


on t 
h) 
t o 

ht 

or 

ii- 


5 onow' ij a t aa j uc or?. t 
Iqaal Center . The esti 
cost for this relocation is 53.750,000 far all headquarter 
work plus up to $1,030,003 for provision of rental space £ 
temporarily dislocated Headquarters personnel (for a total 
estimated cost of up to $4,700,000). Assuming optimum con 
tions, the relocation can ho effected vit.lt in two years from 
tho date of approval. 

3. As was recently highlighted by an Office of Computer 
Services (OCS) consultant f s report, it has become iaersasin :ly 
apparent that the physical limitations of the areas and mechan- 
ical eqtiinaent supporting computers and other special ecui wnent 
have been reacuei. This limitation constrains environmental 
conditions which, in turn, introduce risks to both maintenance 
of operation and protection of equipment and personnel. Knvi- 
roamoatal conditions vary between areas out are considers! 
particularly severe in DC 3 and the Analysis Division, Office of 
liLIdf (AdD/JBL) . 

1. The attached study analytes conditions . explores al- 
ternative mean s of correction, an i re comnenas for cons 1/c rut ton 
a single course ef action. Coustructiou of a new bail Jin • in 
considered but not r. co.v. leaded . parti ally because of aoliticcl 
consideration* of obtainin’., regulatory ayoaev approval*-, . ; 

primarily because construction would require a minimum of four 


years a. 1 


?r est » o I i » . ; i o ? 


ossary approvals. 


■vno i 


i Id lap. scope and obcai 
'■r cons Herat ion for providing parti 


0L 3 1618 


25Xh 
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SUBJECT: Proposed replacement of Facilities .Supporting 
Computers ami Other fiquinaoat requiring 
C orjt ro 1 lei t:avin mnea t 


relief (costed in a previous study) , is utilisation of sued 
of the Director of Central Intelligence’s Garago. Use of 
the garage far this purpose is not recommended as if represents 
only a partial spatial solution and contributes nothin .j to 
centralization of utilities monitoring and control. 

5. Major ongoing and programed facilities projects 
affected to some degree by this proposal, include the following: 

a. Expansion of 1* Vault, 

b. Installation of third chiller; Carrier Roora, 

c. Provision of isotor generator sets; DC, 131), and 
CRS , and 

4. ’Renovation of Cable Secretariat and proposed 
relocation of sixth floor Datacoau 

Impact on the first three projects would not bo tiai or; however, 
if the recommendations of the study are accepted, planning by 
OC for the Signal Center and Cable Secretariat areas should be 
modified as soon as possible. 

d. Inasmuch as all Agency Directorates are involved in 
the proposed relocation, it is recommended that the study be 
circulated to affected components, including the Information 
Processing Board, with a request for written con ceptual comments 
The input from the affected components plus data“caiitained in 
the study would then provide a basis for your decision on imple- 
menting procedures. 

/s/ John F. ck'ho 

John F. Blake 
Director of Logistics 


The recommendation contained in paragraph 6 is approve!. 


/"* . /) 

( iduL, /' •->■■■ '$• 

itmtrrrm"-: itszj* — 

Deputy Director for Support 


Date 


Distribution : 

ApsPfaye d- F ojrRfe tease 20Q?IQ§/g0 ( eiA-RDP86-QyQ,1pR0001 00240022-5 


- i\-J 
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SUBJECT: Proposed Ron In cement of Facilities Supportin 
Computers an J Other Equipment Requiring 
Controlled Environment 


Distribution Withheld: 

1 - QL/RHCB Chrono, w/o att 
1 - OL/RF.CD/f LE3, w/o att 
X- 01 Files, w/ att 
1 - OL Suspense, w/o att 
1 - D/L Chrono, w/o att 

01/RECD i 

(19 March 1373) 
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G u^clkss inna- 


INTEr.^AL 

c*:ly 


COr H'TliTIAL 


SECT, FT 


FROM.- 


EXTENSION NO. 


Director of Logistics 
1206 Ames Center Building 


(Officer deiignolion, room number, and 
buitdirg) 

*’ Deputy Director 
Support 7D26 

for 
Hqs . 

2. 


)?€C h 


3. / 


b c ia /-> k 




DATE 


1 

RECEIVED FORWARDED 


OFFICER'S COMMENTS (Number each comment to show from whom 
INITIALS to whom. Draw a line acrou column after each comment.) 



^•Director of Logistics 
1206 Ames Building 




To #1: 


If you decide to proceed 
with the recommendation in 
paragraph 6, we will be 
pleased to furnish you four 
additional copies of the 
black binder so that simul- 
taneous circulation amongst 
.the major components involved 
can be made. 



SlrAT 


John F. Blake 
Director of Logistics 


Att. 
To #8: 


Mr, Brownman has approved 
the release of this study to 
the affected components with 
the suggestion that CRS be 
dealt with through the 
Director, Joint Computer 
Support .i 1 


ChieTT" 


D/MliS Plans St a f f 
0 0 APR IS 7 3 
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